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The Director of Central Intelligence 

Washington, D C 20505 ^ 






Critical Intelligence Problems Committee 


DCI/ICS 84-3816 
19 April 1984 




MEMORANDUM FOR: Critical Intelligence Problems Committee 
FROM: 

Executive Secretary 

SUBJECT:. CIPC Meeting Agenda--23 April 1984 


1. Attached for your information and use as appropriat e is the a genda for 
the CIPC Meeting scheduled for 1030 hours, 23 April 1984. 


2. The necessary background material for the meeting was provided in 
DCI/ICS R4-TR0 1 and DCI/ICS 84-3812 dated 30 March and 12 April, 
respectively. i 1 


3. If I can be of further assistance, please let me know. 


Attachment: As stated 
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OCiY'l 
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THIS MEMORANDUM MAY BE REGRADED 
TO UNCLASSIFIED UPON REMOVAL 
OF ATTACHMENT. 


DECL ON OADR 


SECRET 
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SUBJECT: CIPC Meeting Agenda— 23 April 1984 
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Distribution: DCI/ICS 84-3816 
1 - Ea CIPC Member 
1 - C/COMIREX 
1 - C/SIGINT 
1 - C/HUMINT 
1 - C/FIPC 
1 - C/IHC 
1 - D/PPS 
1 - D/PBS 
1 - C/CIPC 
1 - CIPC/ES 
1 - CIPC/Subj 
1 - CIPC/Chrono 
1 - ICS Registry 


DCI/ICS/CIPC 


(19 Apr 84) 


SECRET 
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The Director of Central Intelligence 

Washington, D.C 20505 


Critical Intelligence Problems Committee ATTACHMENT 

CIPC A-09 
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Agenda 

MONTHLY MEETING 
23 April 1984. 1030 Hours 


I. OPENING REMARKS/ANNOUNCEMENTS (10 Mins.) 

• Chairman's Notes (Miss Eloise R. Page) 

- Status Report on the DABM's Study 

- Status Report on the Terrorism Study 

- Status Report on the CBW Study 

II. Critical Intelligence Needs (45 Mins.) 

• Review and Discussion 

• Identify Precedents and Establish Priorities 

• Formulate Recommendations for DCI 

III. OTHER BUSINESS (5 Mins.) 


Chai rman 
Chairman 


Chairman/ 

Members 


Chairman/ 

Members 
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♦Attendance is limited to Principal Members or designated alternate. 

NOTE: If you have questions regarding the agenda or attendance, please 
contact the Executive Secretary 


DECL ON OADR 


SECRET 
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